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LIMITED OFFICIAL USE 
PAGE 01 VIENTI 05955 160724Z 
14 

ACTION ITFE-00 

INFO OCT-01 EA-07 ISO-OO DHA-02 ORM-01 10-10 AID-05 SCA-01 

INSE-00 VO-03 /030W 

125045 

P R 160507Z OCT 75 
FM AMEMBASSY VIENTIANE 
TO SECSTATE WASHDC PRIORITY 5446 
INFO AMEMBASSY BANGKOK 
AMCONSUL UDORN 



LIMITED OFFICIAL USE VIENTIANE 5955 

FOR IATF AND ORM 

E.O. 11652: N/A 
TAGS: SREF, VS, CB 

SUB J : REQUESTS FOR WAIVER OF 1 JULY CUT-OFF DATE 

REF: A. STATE 244803 

B. VIENTIANE 5722 (CAO THI TUNG) 

C. VIENTIANE 5723 (NGUYEN KIM HOA) 

D. VIENTIANE 5856 (HUOR-LY ET AL) 

E. VIENTIANE 5857 (NGUYEN THI SAI ET AL) 

F. VIENTIANE 5867 (TRAN THI HOI) 

1. REFS B THROUGH F ARE REQUESTS WE HAVE SUBMITTED FOR 
WAIVERS OF JULY 1 CUT-OFF DATE IN INDIVIDUAL CASES. WE 
WOULD APPRECIATE RECEIVING YOUR DETERMINATION IN THESE 
CASES ASAP SO THAT THOSE REFUGEES FOR WHOM WAIVER IS 
GRANTED WILL NOT BE AFFECTED (AND REUNIFICATION WITH 
THEIR FAMILIES IN THE U.S. FURTHER DELAYED) BY OCTOBER 
31 CLOSURE DATE FOR ENTERING IATF PROGRAM (SEE REF A). 
CORCORAN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: REFUGEES 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 16 OCT 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: RowellEO 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975VIENTI05955 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750358-0746 
From: VIENTIANE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19751049/aaaabrqj.tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ITFE 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: 75 STATE 244803 

Review Action: RELEASED, APPROVED 

Review Authority: RowellEO 

Review Comment: n/a 

Review Content Flags: 

Review Date: 21 JUL 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <21 JUL 2003 by CunninFX>; APPROVED <18 NOV 2003 by RowellE0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: REQUESTS FOR WAIVER OF 1 JULY CUT-OFF DATE 
TAGS: SREF, VS, CB 
To: STATE 
Type: TE 
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